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ORDER BLANK FOR SCHERR PRECISION TOOLS 


Read the following comments taken from letters which have been voluntarily 


desired in the space provided, 


FROM A SENIOR INSPECTOR AT FOREST PARK, ILL. 


“In my work, my REED micrometer has become invalu- 
able as a checking instrument as | can absolutely rely 
on its measurements to a “tenth'' and on several oc- 
casions to a "half tenth'' or less which measurements were 
later found to be correct when checked with light wave 
instrument." 


MEN ALL PLEASED WITH SCHERR PRODUCTS, 


The men in my shop have all been very well pleased 
with the REED micrometers and the George Scherr Dial 
Indicators purchased. They are so well pleased they want 
to know if you can furnish shop tools other than those 
listed in the circulars you sent me.'' 


WOULD NOT TRADE HIS SCHERR INDICATOR FOR 
ANY OTHER 


“The Tools | have bought from you in the past have 
been of great use to me. | would not trade my GS 
Dial Test Indicator for any other on the market." 


APPRECIATES OUR PROMPT SERVICE, 


‘| received the tool box | ordered recently from you. It 
is in good condition and everything is satisfactory. 
Thank you for your splendid service." 


USES REED MIKES EXCLUSIVELY FOR GRINDING WORK. 


"We like your REED micrometers very much, Is it possible 
for you to furnish us with six sets ranging from 0 to 6" 
for our grinder department. These micrometers are so 
easy to read that we would like to have the six pair for 
exclusive use with our grinding work." 


ONCE INTRODUCED IN A SHOP 
SCHERR TOOLS SELL THEMSELVES, 


"Il received your tools the other day, the REED micro- 
meter, the depth gage, thread gage and scale and was 
very pleased with them. | showed them around at work 
: if you will probably receive some orders from others 
ere.’ 


FROM A SHOP AGENT AT THE PEARL HARBOR 
NAVY YARD. 


“Every one of my fellow workers who placed an order 
through me has expressed great satisfaction at the quality 
and price. | am beseeched by others for more REED 
micrometers and am placing another order. | trust you 
will fill this order as promptly as you did the last one.'' 


FROM A NATIONALLY KNOWN COMPANY. 


"| would appreciate a copy of your catalog, From time 
to time our employees wish to purchase machinists’ 
supplies and it would aid me considerably if | had a cata- 
log of yours to show them what you can furnish. The GS 
Indicator ordered from you and received by one of our 
employees certainly has proven that you have the best."' 


TOLEDO MECHANIC LIKES OUR TOOL CHESTS. 


“Received the oak tool box No. 1120 in splendid condi- 
tion and | am well pleased with it.'! 


MARITIME MACHINIST PREFERS REED MICROMETERS 
TO OTHERS, 


“lL am a machinist employed by a U.S. Maritime Com- 

mission shipyard and we ond several Reed micrometers 

in our tool room. | have found them to be superior to 

other naiionally known makes and would like to purchase 

several, | shall show this literature to other machinists 

- the. shipyard and probably get quite an order from 
em. 


written by satisfied users of Scherr tools. We guarantee you too will agree that 
the precision tools listed in this order blank will 

a check tool catalog number wanted, sign name and address and we'll ship 
C.O.D. If you want more than one tool of same catalog number, list quantity 


meet your highest requirements, 


REED NON-GLARE FEATURE PLEASES. 


"Lam very well pleased with the Reed micrometers and 
like particularly the non-glare feature of the scale. | 
notice in a recent advertisement that you have a folder 
describing mikes ,up to inches and would greatly 
appreciate receiving one of these folders." 


REED MIKES STAND UP UNDER ALL CONDITIONS. 


“Having used your REED micrometers for a number of 
years | am more than pleased with the way they stand 
up under all conditions, Other men |! work with have 
used the same and speak as highly as myself for REED. 
| would also like’ information on your gage blocks."' 


IMPRESSED WITH PRICE AND QUALITY. 


"| was looking at some of your catalogues the other day 
and was impressed by the low prices and the fact that 
every one who had any of your tools that | knew was 
well pleased with them. Send me a catalogue of all 
other tools you manufacture." 


FOUR YEARS OF STEADY USE, 


“IL have had a set of REED micrometers for 4 years and 
used them every day in our plant in Schenectady. They 
are still as accurate as they were when new. | would 
like a catalogue on your other tools." 


PLENTY OF ROOM FOR TOOLS IN GS TOOLCHESTS. 


“| received my tool box today and | am well pleased 
with it, It has all the room | wanted and the box is a 
honey. Will recommend all others to your company for 
tool boxes." 


EIGHT YEARS OF STEADY USE AND STILL PERFECT. 


"| have used REED micrometers and can truthfully say | 
consider. it the finest micrometer on the market bar none. 
One in particular was a REED micrometer that was used 
every day by an operator on production runs and | 
believe this mike was at least 8 years old. It still had 
a beautiful feel with no tight or loose spots that are so 
often found in mikes that have had hard use. Wishing 
you all the success that | feel you really deserve. 


FROM FORD CITY, PA., THIS TOOLMAKER WRITES. 


"| have received my tool chest and sure glad to get it. 
Also my GS Indicator . . . it sure is a dandy. | am 
well pleased with everything you sent me and the boys 
in the shop all come to look at the toolchest and 
especially the dial test indicator." 


WOULD LIKE TO BE AGENT FOR OUR TOOLS. 


“lam a tool and die maker Hy Toledo. Have used some 
of your tools for a number of years and have found they 
meet the best requirements. dS | would like to be an 
agent selling your line of tools.'' 


AS ACCURATE AS WHEN FIRST RECEIVED. 


"Several years ago we purchased Reed micrometers from 
you and we were well satisfied with them. In fact we still 
have them in use and they are as accurate as when we 
first received them.’ 


FROM A MECHANIC IN SALEM, ORE. 


"| just received the one inch REED Micrometer | ordered 
from you and ike it fine. It is as good or better 
than others that sell for more money.’ 


OUR SHOP AGENT IN A FT. WAYNE, IND. PLANT. 


"Just to let you know how the tools were liked by my 
fellow workmen. All tools so far have met the approval 
of the most skilled workmen and the same goes with me." 


THESE ARE TAKEN FROM ACTUAL UNSOLICITED LETTERS IN OUR FILES 


HEADQUARTERS for PRECISION MACHINES 


THE SCHERR MAG- 
NETIC BASE is 


REED MICROMETERS have been made in INDICATORS are 


the USA over 30 years. Highest preci- 


SCHERR DIAL TEST 
extremely simple in construction resulting 


sion, burnished thread for smooth, sensi- highly re-com- 


in greater accuracy, less chance of error, 
mended for use 
with the Scherr In- 
dicator Set. Elimi- 
and 


holding devices. 


tive measuring and long life. |, 2 and 3" 
sizes are furnished with |/10000" vernier 
at no extra charge. 4, 5 and 6" sizes 
read to 1/1000". Complete line shown 


in special 8 page micrometer folder. 


longer wear. The universal ball joint back 
permits a wide range of indicator set- 


tings. Set No. 4 shown contains Indicator 


in 1/1000", clamp, toolpost holder, inter- nates clamps 


nal measuring attachment, 3 contact” 


points, UNIVERSAL BACK. .Price $18.00 


—Four page folder shows other models. 


Reed No. 901, Shown above is locknut, Just place on ma- 


ratchet, 1/10000"' vernier List Price $10.00 chine tool as shown 


RN er Pe ee rae er eS he ena ee 


SCHERR MAGNE-Biox Angle tron 


consists of a series of steps 


YA"; i", 


Overall dimensions 


measuring 3/16", 34", 
15/16", 154". 
3" x 3" x 354". Excellent for grind- 
ing work square. Used on magnetic 
chuck you actually have a mag- 
netic right angle. See price list 


on back page. Single Angle Iron 


SCHERR MAGNE-BLOX are used 
in thousands of shops on surface 
gtinders. They consist of 2 lamin- 
ated parallels measuring |" x 134" 
x 334" and two V blocks measuring 
1%" x 2%" x 1%". 
auxiliary surfaces to cut down 
wear on magnetic chucks. Also 
hold work that cannot be held 


down on plane surface of chuck. 


Serve as 


If you work on a surface grinder 


you'll welcome these tools. Price 
of universal set shown $14.50. SEE 
PRICE LIST FOR OTHER SIZES. 


SCHERR TOOLMAKER’S KNEES 
were originated to give the tool- 
maker the benefit of optical accu- 
racy in inspecting and checking 
work for squareness. Unlike ordin- 


ary steel squares our TOOL- 
MAKER'S KNEES are inspected by 
optical methods. Interference 
fringes are easily observed on 
lapped work. A NEW TOOL FOR 
THE MODERN TOOLMAKER, IN- 
SPECTOR and MECHANIC... 
essential for precision work. Size 
2n" x 4" — 2" x 3". Price 
$24.00 Ask for 4 page folder 
describing the new _ optically 
polished surface plate OPTI-FLAT 


accurate within 50 millionths. 


nd MEASURING TOOLS of HIGHEST QUALITY 


and it will hold in- 
stantly. A perma- 
nent magnet. Will 
support indicator 
for showing up 


eccentricity etc. 
Price $8.50. Can 


GS TOOL CHESTS are made of solid oak, 
thoroughly seasoned, with a fine lacquer 
finish. We feature TWO LOCKS, one for 
open top, second for drawer section for 
complete safety of your valuable tools 


Shown here is our No. 626. Request 


SCHERR TELESCOPING GAGES. consists 


of four gages which will give you any 


inside measurement from 5/16" to 2!/_" 


when used with outside micrometer. 


Simply insert in bore or hole, permit tool 


to come into contact with walls, tighten, 


be used by any 
machinist who uses 


indicators. 


SCHERR OPTICAL PARALLELS, set 
of 2 shown are used to check 
parallelism of the lapped surfaces 
of micrometer anvil and spindle in 
VY, turn of the spindle. You know 
how quickly micrometer anvil and 
spindle wear when checking work. 
Is yours out of parallel. 


Every 


shop needs at least one pair. 
PRICE OF SET OF TWO. . $25.00 
Single parallels about 2". .$10.00 


complete 4 page folder showing all 


models. Prices back page. 


meter. 


SCHERR SINE BARS. are consider- 
ed an essential addition to every 
mechanic's equipment. Virtually 
indispensable for precision angle 


measuring and checking. Comes 


in 2 tvpes as follows: 


Model A—I"x54"'x5" .. $19.50 


Model B—I"xi/4"x5" .. 26.50 


Price as shown......... i $9.10. 


remove and measure with a REED micro- 


come in 


SCHERR MAGNIFIERS 
various types to aid the toolmaker 
and machinist in reading verniers, 
setting togls, etc. The Head Band 
Magnifier as illustrated enables 
you to use both hands while enjoy- 
ing the benefits of magnification 


of the work. See Price List Back 


page. 


treet — New York 12, N. Y. —.CAnal 6-3512 


ORDER BLANK FOR SCHERR PRECISION TOOLS. 


Use thts’ order blank for quickly and conveniently ordering Scherr products. Simply check tool catalog . 
number wanted, Higa name and address, send remittance or we'll ship C.O.D. 


REED MICROMETERS. 


© No. 80! plain 1/10000" vernier ................004. $ 6.25 
(J No. 80! locknut, ratchet, 1/10000'' vernier 7.75 
(1 No. 90! plain 1/10000'' vernier ............... 8.50 
© No. 90! locknut, ratchet, |/10000'' vernier .. 10.00 
© No. 802 plain 1/10000"' vernier ............. 7.00 
© No. 802 locknut, ratchet, 1/10000'' vernier ... 8.50 
OJ No. 803 plain 1/10000" vernier ........0..... 7.75 
( No. 803 locknut, ratchet, 1/10000'' vernier ... 9.25 
Ci No. SOF pisin a} PI0O0 iss sieeve cakes 8.50 
O No. 804 locknut, ratchet, VOD ae ees ee pape cas c 10.00 
1 No. 805 plain 1/1000" SG ERES Winicne kas Geet RR KEES 9.25 
0 No. 805 locknut, ratchet, SPIO Sos scien twee ened 10.75 
DD No. 806 plain 1/1000" FP Ratt ee re a 19.00 
O No. 806 locknut, ratchet, 1/1000" ................. 11.50 
0 No. 170 Depth Micrometer 4" Base .... 10.25 
[) No. 170 Depth Micrometer 2!/2"' Base 9.00 


Above Reed Micrometers 10% Discount 


REED MICROMETERS - METRIC READING TO 1/100mm. 


€ No. 801M locknut, ratchet, 0 — 25 mm............ PANS 
0 No. 901M locknut, ratchet, 0 — 25 mm............ 10.00 
© No. 802M locknut, ratchet, 25 — 50 mm .......... 8.50 
( No. 803M locknut, ratchet, 50 — 75 mm .......... 9.25 
C) No. 804M locknut, ratchet, 75 — 100 mm 10.00 
(J) No. 805M locknut, ratchet, 100— 125 mm . 10.75 


F] No. 806M locknut, ratchet, 125—150 mm ......-. 1.50 
Above Reed Micrometers prices less 10% discount F.O.B. N.Y. 


CASES FOR REED MICROMETERS. 
PPG RRe to hee wa scat rae ete wena a Oak em nak 


Above Cases for Reed Micrometers 10% Discount 


GS DIAL TEST INDICATORS. 


EP OntsiceiGalipere 40 oice vine cheng as oc ves can eae ania -90 
() Outside Calipers 6'' 1,05 
( Outside Calipers 8". 1.20 
J] Hermaphrodite Caliper 6 1.00 


0 Spring Dividers 2" ...... A 80 


© Spring Dividers 3"' 85 
J Spring Dividers 4"" ............ es ee -90 
Es-Sprivige Dividers: 62 area sn oc Se 1.05 
Ee SEPING UNGER Croce sn tock ns > coa..| = Ho kamera te ows 1.20 
() Center Gage, Hardened-V or Whitworth Thread .. 50 
© Thread — 30 pitches-V or ape ee a 1.25 
0D Thickness Gage, 9 leaves — .00I5 — .0IS ........ 1.25 
Above Machinists’ Tools Price NET or New York 

MAGNIFIERS. 

(J Hand Magnifiers, 2!/4"' lens ......... cece cece eee eee 1.25 
(J Hand Magnifiers, 3'' lens ........... ane 1.65 
O Hand Magnifiers, 4"' lens ............. nes 2.10 
() 4x Watchmaker's Loupes .......... oi 195 
(0 5x Watchmaker’s Loupes ........... 95 
©) 7x Watchmaker's Loupes ........... ay 1.20 
(1D 10x Watchmaker's Loupes ............... Be 1.20 
©) Folding Pocket Magnifiers |'' diameter ... 5 1.00 


Folding Pocket Magnifiers 1"/"" diameter 1. 

OD Folding Pocket Magnifiers 1'/.'' diameter (dbl lens) 2.40 
Pi Head Band: Magnifiers) cine. tiv covian, ose eke eee 8.50 
( Zeiss Head Band Magnifiers .................00055 12.00 


Above Magnifiers Prices NET F.O.B. New York 
GS MACHINISTS’ TOOL CHESTS. 


0 No. 1120 Oak 24.00 
[} No. 720 Oak 18.00 
{[] No. 518 Oak 16.00 
SJ] No. 626 Oak 25.00 


Above Tool Chests Price Less 25% Discount F.O.B. New York 
Quantity Discount 


SCHERR TELESCOPING GAGE. 


O No. | GS Indicator, plain back .................... 9.00 
No. 2 GS Indicator, ball joint back .............. 12.00 0 Set of four telescoping gages — range 5/16" 
0 No. 4 GS Indicator Set, ball joint back .......... 18.00 —2\%"' in leatherette case ............... Net $9.10 
Above Dial Indicator Prices NET F.O.B. New York 
G A SCHERR SINE BARS. 

MACHINISTS’ Mssyaslt hy 0\ Be aaa g Model A—I'" x $6!) x $0. ceescssessesseerees Net 19.00 

Combin' e, aideied Heads rere | | Pe 2 oni wana So © ALE, 458A be an eee Sy Saami Net 26.50 
o bing ENR Ra pp ace ba agate alae $ 9.20 
oO Combination Set complete, unhardened heads cas SCHERR MAGNETIC BASE. 

ligt Biadel eee rs aoe oes 6 < 
CZ Adjustable Angle Depth Gage, 6" scale ...\....... 2.20 oO % Rod sbakecpre aieeate ARG esas dete s ON OR To Pla tie Net 8.50 
O) Depth Gage —'6'" scale 2... .cccceccccscceccetcers 1.50 ESE E ROG ae Lan as at ialed apie ew ened Co ers a Net 8.50 
0 Surface Gage, unhardened, 9"' spindle ............ 3.50 
GO Slide Caliper Rule 6'' (8th, Iéth one side; SCHERR MAGNE BLOX PRODUCTS. 
S2He SAHSSOINGELES: 6 cvan Bet abe ddo ee See we eoee 3.00 - 

0 Slide Caliper Rule 6'' — Metric ... 3.00 0 Universal Set 2 parallels — 2-VBlocks 14.50 
(© Narrow Hook Rule 6'' — (32nd one side; 64th other) 1.20 LJ Small Parallels only ...............45- 7.50 
©] Wide Hook Rule 6'' — 8th, Iéth, 32nd and 64th)... 1.25 Ed omalk: V-BIOCks 3:2... ccsu orm eciccatrie carer taaseckoet 7.50 
© Narrow Rule 6" .... Seta 90 0 Large Magne Blox Angle Iron 
O Flexible Rule 6" ............. .90 FEARS OME Vaio SRR ea nea eine eiea's dw 'din epia'e a. 40.50 
(] Wide Tempered Rule 6" ........... .90 O Large Set 2. % More Blox ae 
GarineislonC al hate ao ses dec yeor cor euee eras .80 "x 3" Bence tetas teen ees ee en enseeene 29.50 
Pydnsidecteal persed! conc 4. ale rvons avcmextomaulenss 85 0 Large Set of 2 Magne- 26.50 
Einside tcaliperees iS cocin ve tr hasaes seein eas .90 DD Toolmaker's Angle Iron ...... 23.50 
elensicdasalipsrewe os. ocsk a eters Satan ee 1.05 OD Pair Toolmaker's Angle Irons .................0005 45.00 
LP ANSICE COUPES Boe. oii ct curs «ween Caer cap eaih cee ts 1.20 Above Magne Blox Prices Net F.O.B. New York 
Epp UISIIG MEMUDGIS a oo nrc aeccs metho eee hie. 80 
Pt PUsiGUsCANDOISis ~ °c carusec pods cea oe tame enn a 85 EuSthere: Set: of 2 Parallele ise aos acre apenas iesnee 25.00 
(J) Tempered Rule 18" Pan 2.60 O Scherr Single Optical Parallel 10.00 
|B gota | oi Lake press Ar aU ttc irae me ir a 35 (J Scherr Toolmakers Knee ............... cee cee cee eees 24.00 

GEORGE SCHERR CO., Inc. Telephone: CAnal 6-3512 

200 Lafayette St., New York 12, N. Y. 

PLEASE ship at once Tools checked. Enclosed is payment for $................-..055 . Send 


C.O.D. []. Company order herewith (). 


| agree to pay shipping charge. If not entirely satisfactory, | am 


allowed to return anything ordered within 10 days and receive full refund of payment made. 


FIRMS NAMB: Sites = Sicmicat cutee: crate cee 


NOT SHOWN ON LIST 


BUT_IN STOCK 


Stn i At arth Nees nnn, aN 


TEMPERED RULE 
" 


WIDE HOOK RULE 

SLIDE CALIPER RULE 
(Depth of Jaws 14") 
COMBINATION SQUARE 
(Beam and Center Head 


LENGTH GRADUATION 
AL "- 


‘AL " 
Au " 
12" " 
Q4N " 
12" " 


6" " 
" 


6" 
unhardened) Tempered Steel Blade 


PRICE 


2-40 


QUANTITY 


